PRINCE  OF  PEACE  CATHOLIC  CHURCH,  and  a 
208  ft.  Beacon  of  Faith  stainless  steel  Cross  Q"Jr 
the  grounds  of  famous  Mission  of  Nomfc 
in  St.  Augustine,  Florida.  The  church  wi 
1965-66    to   honor   Mission's   400th  a 
The  church  and  Cross  are  dedicated  t<j 
Faith  and  True  Peace. 
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